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EXPERIMENTAL   SCIENCE.
through the other cell. The amount of zinc deposited on the negative plate is the basis of the measurement. The negative zinc of the cell in the circuit of low resistance is.
removed and weighed monthly by an inspector, while the corresponding plate of the high resistance circuit is removed less frequently and weighed by another inspector,, thus guarding against mistakes. The meter is provided withd dynamo. When the number of lamps between the conductors, b, f, and r, //, is equal, no current passes along*
